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INDUSTRIAL CHEMICAL DIVISION | 
Box 872 
Green River, Wyoming 82935 


PHYSICAL REQUIREMENTS 


Physical Examination V.D.R.L. 
Lumbar Spine A-P and Lateral Urinalysis 


Chest X-Ray 
REASONS FOR REJECTION FOR EMPLOYMENT 


History of diabetes, epilepsy, any degernerative nerve disease or chronic back 
pain or knee weakness with or without pain. 


Any obvious mental infirmity. 


HEAD AND NECK: 
Loss of vision in one eye 
Vision should be at least 20/30 in one eye and 20/40 in the other 


with or without glasses. 
Hearing should be at least 10/20 or above in each ear. 
Palpable toxic thyroid. 


CHEST: Å 
Any chronic obstructive lung disease such as emphysema, chronic bronchitis, 
and asthma, 

| 
Severe organic heart disease with or without decompensation 


Blood pressure above 160/100. 
ABDOMEN : 


Umbilical or inguinal hernia 
Any abnormal or painful masses. | 


SKIN: | 
Any condition which produces a break in the normal skin. Trona ore 


dust can produce skin irritation. 


EXTREMITIES: 
Loss of any extremity. 
Permanent weakness of any extremity. 
Amputations with a prosthesis should be evaluated individually. | 
The Company reserves the right to re-evaluate each case during employment. 


LUMBAR SPINE X-RAYS: 
1. Spondylolisthesis 
2. Any sharp lateral angulation 
3. Spina bifida of more than one vertebra. 
4, Previous disk surgery--will be accepted if there has been two years of 
complete recovery since the surgery. 


BEFORE PAYMENT 


WRITTEN REPORT OF CHEST AND BACK X-RAY MUST BE FORWARDED TO COMPANY 


NOTICE: 


If you should have any questions regarding the rejection list, please call the 
Safety Department collect. Area code (307) 875-2580. ext. 250. 


